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FIG- 481 A. VANDERMAN HINGE VISE- 


TOOLS. 




fIG. 4818. VANDERMAN VISE WiTH BENDING FORM. 


VANDERMAN’S HINGE VISES. — Fic. 481 A. VANDERMAN’S HINGE VISES. — fic. 48iB. 

WITH BENDING FORM. 


No 

For Pipe. 

Weight, 

Pounds. 

Each. 

No. 

For Pipe. 

Each. 

NO 1 

i to U 
i to 2 

7 

4.50 

NO. . 

ito li 

8.00 


NO. 2 .. 

10 

6.50 

NO. 2 .^ .- 

NO. 3.. 

1 to 2 
i to 24 

9.00 

10 00 




FIG. 4810. VANDER.MAN COMBINATION VISE. FIG. 481 D. SPENCER VISE. 


VANDERMAN COMBINATION VISES. — fic. 48 ic. SPENCER VISES. —fic. 4810 . 


NO. O. For Pipe I" to 2^" with Bending form to 1" .Each 15.00 

NO. 1. For Pipe to 7" with Bending form to 1^" Each 20.00 

NO. 3. Fof Pipe I" to 10" with Bending form to 2" .Each 30 00 


NO. 2. For Pipe to 2^" 


Each 3.00 



FIG. 481F.. COVERED SCREW VI8E. 



FIG. 481 E. PIPE SENDING MACHINE. 


PIPE BENDING MACHINES.— FIC. 48iE. 


NO. 1. Bends Pipe f" to 1"... . Each 20.00 

NO. 2. Bends Pipe 1^",,Each 24.00 


COVERED SCREW VISES.— FIC. 48iF. 


WIDTH OF JAW . 

•2 

H 

3 

H 

4 


6 

6 

WEIGHT . POUNDS 

WITHOUT IRON SEAT . EACH 

IRON SEAT EXTRA . EACH 

6 

4.00 

.6C 

22 

5.50 

75 

39 

7.00 

1.00 

47 
9.00 
1 00 

56 

10.00 

1.25 

67 

12.50 

1.50 

75 

17.00 

1.75 

116 

25.00 

2.00 
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FIO. 487 A. VANOERMAN BENDING FORM. 


VANDERMAN BENDING FORMS. 

FIG. 467 A. 


No. 

Bends Pipe. 

Eacn. 

i|... 

i to li 

1 to 2 

3.50 

4.50 

NO. 2 ... 


FIG. 466. IRON CROW. 


IRON CROWS. 

FIG. 488. 


No. 

For Pipe. 

Each. 

NO. irr? . 

1 ^ to 3 

10.00 

NO. 2. 

l| to 6 

13.00 

NO. 3 . 

U to 12 

16.00 



ARMSTRONG BRASS PIPE JAWS. 

CUTS SHOW METHOD OF ATTACHING JAWS. 


PRICE LIST. 


Brass Pipe Jaws for No. 1 Hinge Vise . . 

j 1.1 or 1 0. Dia. ) 

* X i» i or 1 I.P. Size J 

Size. 

a . 1 75 

Brass Pipe Jaws for No. 1 Hinge Vise . • 

, 1 ,or 1 ^ 0. Dia. 

. . 1.00 

Brass Pipe Jaws for No. 1 Hinge Vise . . 

( If, H or 14 0. Dia. > 

* i it or 1 I.P. Size ) 

. 1.25 

Brass Pipe Jaws for No. 1 Hinge Vise . « 

, If, 1 | or 2 0. Dia. 

a » 1.50 

Brass Pipe Jaws for No. 1 Hinge Vise ^ * 

( 2^, 2i or 2t 0. Dia. > 

* ( 1 L H or 2 I.P. Size J 

. . 1.75 

REPAIRS 

FOR VISES. 


WALWORTH 

Pront or Sliding Jaw, each .... 

Tail Screw « * . , . 

Long Handle.. « 

Short Handle 

Steel Collar 

Flange 

Vise Jaw Screws, each . , . » . 

VISE, — FIG. 473. 

. 1.30 

.10 





































